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June 5, 1862. 

The Annual Meeting for the Election of Fellows was held this day. 
Major-General SABINE, President, in the Chair. 

The Statutes relating to the Election of Fellows having been read, 
Mr. Curling and Mr. Scott Russell were, with the consent of the 
Society, nominated Scrutators to assist the Secretaries in examining 
the Lists. 

The votes of the Fellows present having been collected, the follow- 
ing gentlemen were declared duly elected into the Society : — 

George Bentham, Esq. I George Rolleston, M.D. 


Henry William Bristow, Esq. 
Alexander Ross Clarke, Captain 

R.E. 
John W. Dawson, Esq. 
Frederick J. Owen Evans, Esq., 

R.N. 
John Braxton Hicks, M.D. 
The Very Rev. W. Farquhar 

Hook, D.D. | 

The Society then adjourned to Thursday, June- 19. 


Charles William Siemens, Esq. 
Maxwell Simpson, Esq. 
Balfour Stewart, Esq. 
Thomas Pridgin Teale, Esq. 
Sir James Emerson Tennent, 

LL.D. 
Isaac Todhunter, Esq., M.A. 
C. Greville Williams, Esq. 


June 19, 1862. 
Major-General SABINE, President, in the Chair. 

Frederick John Owen Evans, Esq., Sir James Emerson Tennent, 
Thomas Pridgin Teale, Esq., The Very Rev. Walter Farquhar 
Hook, D.D., Maxwell Simpson, Esq., Dr. J. Braxton Hicks, 
C. W. Siemens, Esq., Isaac Todhunter, Esq., and C. Greville 
Williams, Esq., were admitted into the Society. 

Cesar Mansuete Despretz, Franz Ernst Neumann, and Ernst 
Heinrich Weber, were balloted for, pursuant to notice, and elected 
Foreign Members of the Society. 


